Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 


Message Text 


CONFIDENTIAL 

PAGE 01 MOSCOW 07347 291459Z 
43 

ACTION OC-05 

INFO OCT-01 EUR- 1 2 ISO-OO CCO-OO FBO-02 A-01 /021 W 

107619 

R 291141Z MAY 75 
FM AMEMBASSY MOSCOW 
TO SECSTATE WASHDC 606 
INFO AMEMBASSY BONN 

CONFIDENTIAL MOSCOW 7347 

DEPARTMENT FOR OC; BONN FOR RCO 

E.O. 11652: XGDS 
TAGS: ACOM, UR 
SUBJECT: AC POWER SYSTEM 

1. SHIELDED ENCLOSURE AIR CONDITIONING CHILLER UNITS ARE 
PRESENTLY OPERATING FROM CCC REGULATED AC POWER PANEL. EMBASSY 
PROPOSES REMOVING CHILLER POWER FROM OC REGULATED PANEL AND 
MOVING TO CCC UNREGULATED PANEL. EMERGENCY GENERATOR SERVICE 
FOR CHILLERS WILL NOT BE AFFECTED BY PROPOSED RELOCATION. 

2. REQUEST DEPARTMENT PROVIDE FOLLOWING MATERIALS: (A) 500 FT 
THW AWG 6 (BLACK) WIRE - FSN 6145-184-5489; (B) ONE EACH 40 

AMP A1E340S 3-PHASE, 4- WIRE, S/N CIRCUIT BREAKER PANEL OR 
EQUIVALENT. REF: GRAYBAR CAT. PAGE 308. 

3. REPLACEMENT DUNHAM BUSCH CHILLER UNITS ARE SCHEDULED TO 
ARRIVE MID- JUNE. PENDING APPROVAL AND A VAIL ABILITY MATERIALS 
REQUESTED PARAGRAPH 2, TIMING WOULD BE IDEAL FOR POWER 
CHANGEOVER. 
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